ATLANTA, GA. 


District Manager Soutnem Region 


JOSEPH R. THOMAS 


1935—August 23, born in 
Larkaville, Pa 


1949—Graduated from public 
school No. 79, Buffalo, 
New York. 

1952—April 19, entered em- 
ploy of S. S. Krenge Co., 
Part Time Stockman, Store 
No. 561, Buffalo, N.Y 

1953—Greduated from River 
side High School, Buffe- 
lo; New York 


1954, employed by Western 
Electric as Inspector. 


1954—November, Leave of Absence, Militafy Service, 
U. S. Army 


1956—November S, began full-time employment, Stock- 
man, Store No. 613, Buffalo, New York. (Adjusted 
Employment Date August 18, 1955.) 

1956—November, Stockman, Store No. 76, Erie, Pa 


1956—December, Jr. Assistant Manager Store No. 588. 
Youngstown, Ohio 


1957—April, Asst. Mgr. Store No. 636, Columbus, Ohio 


1958—January, A Mgr. Store No Zanesville 
Ohio 


1958—July, married Miss Charlotte Mannon. 


1959—February, Sr. Asst. Mgr. Store No. 390, Parkers 
burg, West Virginia 


1960—March, Sr. Asst. Manager Store No. 755, Decatur, 
Georgia 


1961—January, Sr. Asst. Mgr. Store No. 713, Atlante,Ga 
1961—May, Manager Store No. 740, Orlando, Fis 


1963—January, Manager Store No.439, Norfolk, Va 


1964—January, Manager Store No. 289, Baltimore, Md 


1965—Januaery, District Manager. Sduthern Region 
1969—February, Manager Store No. 4296, Hollywood, 


Florida. 
1970—January, District Manager, Southern Region. 


Member of Catholic Church. 
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